i i Dart Aerospace Ltd. 


Date: Tuesday, 18/11/2008 9:47:15 AM 
User: Linda Lacelle 


Process Sheet 


Customer . : CU-DAROO1 Dart Helicopters Services Drawing Name : SPACER 
Job Number : 43519 
Estimate Number : 11845 


P.O. Number : Part Number : D2346 

This Issue : 18/11/2008 S.O. No. : Drawing Number — : 02346 REV B 
Prsht Rev. : NG Project Number : N/A 

First Issue sdi Type  : MACHINED PARTS Drawing Revision : B 

Previous Run : 27361 Material ; 


Written By : Due Date : 18/11/2008 Qty: 10 Um: Each 
Checked & Approved By — : 


Comment : Est. G 0203.05 ^ Re-format to machine in house NG 
Additional Product 


M | Hill] | IM 


Seq. #: Machine Or Operation: Description : 
1.0 M6061T6T0375W035 6061-16 RD Tube .375 x.035W 


(s) 


Comment: Qty: — 0.1094 f(s)/Unit Total: 1.0941 f(s) 
6061-T6 Tube .375 x.035W 
Material:6061-T6 (WW-T-700/6) .375 Ø x 0.035 wall. (e 
Batch tc 413 O OX [nL 


AAS CNC VERTICAL MACHINING #1 


VENE REDIN SET 
2— WMM > TA 


Comment: HAAS CNC VERTICAL MACHINING #1 
Machine as per folio FA198 
Deburr 


QC2 


Comment: INSPECT PARTS AS THEY COME OFF MACHINE “SW 
SECOND CHECK 


QC8 


Comment: SECOND CHECK 
HAND FINISHING1 HAND FINISHING RESOURCE #1 


Comment: HAND FINISHING RESOURCE #1 
Chemical Conversion Coat as per QSI 005 4.1 
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Dart Aerospace Ltd 


WORK ORDER CHANGES 
Approval 
DATE | STEP PROCEDURE CHANGE EH Chief Eng / 


Prod Mgr 


Part No: PAR #: Fault Category: NCR: Yes No DQA: Date: 


Resolution: Disposition: QA: N/C Closed: Date: 


Corrective Action Section B 


Description of NC 


Section A Initial Action Description 
Chief Eng Chief Eng 


NOTE: Date & initial all entries 
HMFORMS Quality Assurance\approved QA\NCRWO RevE 
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. | Date: > Tuesday, 18/11/2008 9:47:15 AM 


User: Linda Lacelle Process Sh eet 


Customer: CU-DAROO1 Dart Helicopters Services Drawing Name: SPACER 


Job Number: 43519 Part Number: D2346 


Machine Or Operation: Description : 


QC3 INSPECT POWDER COAT/CHEMICAL CONVERSION 


Comment: [INSPECT POWDER COAT/CHEMICAL CONVERSION 
PACKAGING 1 PACKAGING RESOURCE #4 


Comment: PACKAGING RESOURCE #1 
Identify and Stock 
Location: — 

QC21 


LIU 


Comment: FINAL INSPECTION/W/O RELEASE 
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DN ar DART AEROSPACE LTD 

kF HAWKESBURY, ONTARIO, CANADA 

CHECKED APPROVEO DRAWING NO. REV B 
Rt 02346 SHEET 1 OF 1 

DATE RE SCALE 

99.12.15 SPACER 2:1 

95.01.05 | NEW ISSUE 

EXE 99.12.15 | ADD FINISHING 


Na 
Da ] 


UNDER REVIEW 
[oss d | 
9 Use OK, Du Cx bol? 
SP, Park EG MANUPALTIRE 


MATERIAL: 6061-16 (WW—T-700/6) 0.375 DIA x 0.035 WALL 
FINISH: ACID ETCH, ALODINE PER DART QSI 005 4.1 
TOLERANCES ARE PER DART QS! 018 UNLESS OTHERWISE NOTED 
BREAK SHARP EDGES 0.010 TO 0.020 


Copyright 1995 by DART AEROSPACE LTD 


DART AEROSPACE LTD — T wWorkOrder| 73819... 
| Description: SMER [11 Par Number: [DZ 
eo Dwg Rw: s—— pj l “Page 1 of 1 

/— FIRST ARTICLE INSPECTION CHECKLIST | 

E | [x] FirstArticle — [x] Prototype 

ata ' Tolerance Accept m noc | Comments . 
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Rev] Date [Change SSCS Revised by [Approved | 
Al [New issue SSS KM 
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Prototype Approval: 
. Date: 


| 


/— HAFORMS\Quality Assurancelapproved QA\FAI revD 


